Disposable Oral Care Devices Market size is expected to reach USD 82.25 Billion by 2027 | 
CAGR 4.88% 


Rising oral infections and contaminations are expected to growth of Disposable Oral Care 
devices market. 


Disposable Oral Care Devices Companies: 

Global Disposable Oral Care devices report covers prominent player’s like, 
Medline Industries Inc. 

Sage Products LLC 

McKesson Corporation 

Avanos Medical, Inc. 

Intersurgical Ltd. 

Others 


Request Premium Sample of the Report: 
https://brandessenceresearch.com/requestSample/PostId/101 


Scope of the Global Disposable Oral Care Devices Market Report: 


Oral Care devices are intended to cleanse the oral cavity, fresh the breath, and maintain good 
oral hygiene. Some devices are used to protect against the oral diseases. Toothettes are 
disposable, single-use oral care sponge swabs attached to a stick. They’re used for oral care 
within the hospital and long-term care setting. Disposable oral care swabs can also be known 
by other various names, like sponge swab, swabs for oral care, foam swab, mouth swab, and 
oral swab stick. Disposable oral swab can substantially contribute to oral hygiene for people 
that have an issue swallowing solid food (dysphagia) or who experience throat and mouth 
conditions like cancer. Additionally, oral mouth swabs are an ideal alternative for patients 
who are disabled or have limited hand mobility due to various conditions like arthritis. Oral 
swabs for mouth care will be also applied for everyday use like during travel or while 
working. Oral hygiene is centered on the prevention of accumulation of plaque, tartar and 
therefore the prevention of health conditions such as cavity and periodontitis. 


Global Disposable Oral Care devices Market Segmentation — 


By Product: Oral Care Kits, Ventilator Kits, Oral Swabs, Suction Swab Kits, Suction 
Catheters 


By End-User: Hospitals, Nursing homes, Specialty clinics, Others 
Regional & Country Analysis 


North America, U.S., Mexico, Canada , Europe, UK, France, Germany, Italy , Asia Pacific, 
China, Japan, India, Southeast Asia, South America, Brazil, Argentina, Columbia, The 
Middle East and Africa, GCC, Africa, Rest of Middle East and Africa 


Rising oral infections and contaminations are expected to growth of Disposable Oral 
Care devices market. 


Rising Incidences of Dental Diseases are expected to drive the growth of Disposable Oral 
Care devices market. Over the years, there has been an increase in the number of oral-related 
health issues. According to the WHO, oral diseases are the fourth most expensive diseases for 
treatment in developed and developing countries. According to World health organization, 
More than 530 million children suffer from dental caries of primary teeth. And severe 
periodontal (gum) disease, which may result in tooth loss, is also very common, with almost 
10% of the global population affected. Evaluation of bacterial contamination of dental unit 
waterlines and use of a newly designed measurement device is to evaluate withdrawal of a 
dental chair unit. Stringent regulations are hindering the growth of the Oral Care devices 
market. Advancements in technology and development of newer techniques for the 
manufacture of oral care products are boosting the growth of the market. 


Disposable Oral Care devices market is dominated by North America 


North America is expected to dominate the growth of Disposable Oral Care devices market 
due to rising incidence of dental caries and other periodontal diseases. The prevalence of 
dental caries is significantly higher in the younger population. According to Centers of 
Disease Control and Prevention, the prevalence of total dental caries was 45.8% and 
untreated caries was 13.0% among youth aged between 2 and 19 years of age. 91% of 
American adults aged above 20 have had dental caries in their lifetime. Europe is the second 
largest market of Disposable Oral Care devices. The high prevalence of dental carriers 
coupled with comprehensive health plans is propelling the demand for disposable oral care 
products in Europe. 


Key Benefits for Global Disposable Oral Care devices Market Report:- 
Global market report covers in depth historical and forecast analysis. 


Global market research report provides detail information about Market Introduction, Market 
Summary, Global market Revenue (Revenue USD), Market Drivers, Market Restraints, 
Market opportunities, Competitive Analysis, Regional and Country Level. 


Global market report helps to identify opportunities in market place. 


Global market report covers extensive analysis of emerging trends and competitive 
landscape. 


Request Methodology of the Report: 
https://brandessenceresearch.com/requestMethodology/PostId/1018 


About us: Brandessence Market Research and Consulting Pvt. ltd. 


Brandessence market research publishes market research reports & business insights 
produced by highly qualified and experienced industry analysts. Our research reports are 
available in a wide range of industry verticals including aviation, food & beverage, 
healthcare, ICT, Construction, Chemicals and lot more. Brand Essence Market Research 
report will be best fit for senior executives, business development managers, marketing 
managers, consultants, CEOs, CIOs, COOs, and Directors, governments, agencies, 
organizations and Ph.D. Students. We have a delivery center in Pune, India and our sales 
office is in London. 


Contact us at: +44-2038074155 or mail us at sales @ brandessenceresearch.com 
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